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NOTIFICATIONS BY GOVERNMENT 
LABOUR EMPLOYMENT TRAINING & FACTORIES 

DEPARTMENT 

(LABOUR . II) 


RECONSTITUTION OF THE BOARD OF EXAMINERS TO CONDUCT 

EXAMINATIONS OF BOILER ATTENDANT CLASS I & II. 


[G.O .Ms.No. 11 , Labour Employment Training & Factories (Labour.Il), 3rd July, 2018 .] 


ORDER : 


In exercise of powers conferred under Rule 9 of the Boiler Attendants Rules, 
2011 , the Governor of Andhra Pradesh hereby constitutes the Board of Examinations 
for Boiler Attendant Examinations with the following Members : 


— Ex-officio Chairman 


1. The Director of Boilers 

Andhra Pradesh , Amaravati . 


— Ex -officio Secretary 


2 . The Deputy Chief Inspector of Boilers 

(Power Boilers ), Olo the Director of Boilers , 
Andhra Pradesh , Amaravati . 
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- Member 


3. Sri S. Devendra Rao, 

Boiler Maintenance Dept., 
HOD ( BMD -HOD ) 
M /s .Steag O & M Company Pvt.Ltd ., 
Palavalasa (v), T-Devada Post, 
Pedagantyada Mandal, 
Visakhapatnam District. 


– Member 


4 . Sri S . V.Chalapathi Rao , 

Chief Executive Office , 
M / s . Vishnu Vidhuth India Limited , 
Narasingapalli village , 
Kasimkota Mandal, Visakhapatnam District. 


– Member 


5 . Sri A .Naga Sesha Reddy 

AVP Works , Assistant Vice President, 
M / s . EID Parry India Ltd . , 
Sankili Post, Regidi Amudalavalasa Mandal, 
Srikakulam District. 


- Member 


6 . Sri P .Sita Rama Rao , 

GeneralManager (Engg .) , 
M /s .KCP Sugar & Industries Vuyyuru , Krishna District. 


- Member 


7 . Sri N . M . Swamy, 

GeneralManager (Tech .) 
M /s .Maddi Lakshmaiah & Co .Pvt.Ltd . 
5 - 166 , NH - 16 , Ganapavaram , 
Nadendla Mandal, Guntur District. 


- Member 


8 . Sri M .Murali Krishna , 

Asst. Divisional Engineer, 
Stage -1,Dr.NTTPS , A . P .GENCO , 
Ibrahimpatnam , Krishna District. 


- Member 


9 . Sri V.Mauvel, 

Asst. Manager, Unit-XI M /s .Aurobindo Pharma Ltd ., 
Syh .No.61 -66 , IDA Pydibhimavaram , 
Ranasthalam Mandal, 
Srikakulam District. 


- Member 


10 . Sri B .Goutham , 

Mechanical Engineer, 
M / s .Sree Rayalaseema Alkalies And Allied 
Chemicals Limited , 
Godiparla , Kurnool District. 
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2 . The members are entitled to receive remuneration for discharging their 
duties connected with the Boiler Attendants examinations , as per Rule 19 of 
The Boiler Attendants Rules , 2011 . The attending staff is also entitled to receive 
the remuneration for attending the additional duties connected with the Boiler 
Attendants examinations on par with the other Government examinations. 


3. The non - official members of the Board are eligible to draw travelling allowances 
etc ., as per the rule 13 of Special Rules under Annexure - VI of APCS ( TA )Rules , 
and Government orders issued from time to time . 


4 . The Chairman , Board of examiners and Director of Boilers , Andhra Pradesh , 
Amaravati is the countersigning authority in respect of the Travelling Allowance Bills 
of non -official members . 


5 . The headquarters of the Board shall be at Vijayawada or at any place as 
decided by the Board from time to time. 


6 . The terms of office of non -official members shall be 3 years from the date of 
publication of notification in the Andhra Pradesh Gazette . 


7 . 


The expenditure shall be debited to the following Head of Account : 


" 2230 - Labour and Employment: 

01 - Labour ; 
102 - Working conditions and safety ; 
05 - Chief Inspector of Boilers ; 
111 - Travelling Allowance ; 
280 - Professional services 
284 - Other payments" 


8 . The Director of Boilers , Andhra Pradesh , Vijayawada shall take necessary 
action accordingly . 


J .S . V . PRASAD , 
Special Chief Secretary to Government. 
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